2.18 Eject Mechanisa 


2.18.1 Eject Timing 
Fron the leading edge of the eject signal which is 750 +/- 25 
ailliseconds in duration, the total eject time shall be less than 
1.5 seconds. Mote that the “cassette in“ signal is not guaranteed 
to indicate no cassette in place until the eject operation is 


conuplete. 

2.18.2 Eject Mechanion Life 
The eject mechanica shall be capable of at least 20,000 disk 
insertions and ejections using the auto eject mechanisa without 
degradation of specifications or failure. Both insertion and 

ejection shall be sacoth and quiet. 


2.18.3 Manual Eject 


A mechanism shall be provided which allows manual eject of the 
diskette. The maximum pressure necessary to eject the diskette 
using this wechanisa shall be 1.3 Kg. 
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